320     NONDOCKETED ITEMS
8503190591 "Draft Radiological & Engineering Assessment & Final Design for Durango Property DU-013," for DOE UMTRAP.
*  Morrison-Knudsen Co., Inc. 85/02/07. 39pp. 29437:276-29437:315.
-8503190594 "Draft Radiological & Engineering Assessment & Final Design for Durango Property DU-006," for DOE UMTRAP.
* Morrison-Knudsen Co., Inc. 85/02/06. 52pp. 29437:316-29438:006.
-8503190599 "Draft Radiological & Engineering Assessment & Final Design for Durango Property DU-018," for DOE UMTRAP. ? Morrison-Knudsen Co., Inc. 85/02/11. 41pp. 29438:007-29438:047.
8503190603 Notification of 850128-0201 meetings w/Engineers Intl.US Bureau of Mines & Sandia Nat! Labs in Silver Spring,MD to review DOE draft environ assessments & develop major comments re seven salt repository projects.
*  NRG - No Detailed Affiliation Given. FIN B-7328. 1892. 85/01/25. NRC - No Detailed Affiliation Given. 5pp. 29444:232-29444:236.
8503190686 Provides updated graphic logs & structural contour & isopachous maps for selected formations at Yucca Mountain repository.Data represents compilation of all presently available test hole repts.
BUSS.D.R. GeoTrans, Inc. FIN B-7378-4. 1894. 85/02/21. POHLE.J.A. Division of Waste Management. 51pp. 29444:133-29444:183.
8503190694 Draft final rept.Task 2, "Recommended Safety,Reliability.QA & Mgt Aerospace Techniques W/Possible Application by DOE to High Level Radwaste Repository Program."
BLAND.W.M. GeeB's, Inc. FIN D-1014. NRC-02-84-007. 85/02/25. Division of Waste Management. 100pp. 29444:025-29444:132.
8503200012 Expresses appreciation of delivery of 5 kg Tonopah Springs tuff.3 kg Calico Hills tuff & 10 liters of J-13 water to ORNLArrangements requested for 850204 meeting between NRC & Nevada Nuclear Waste Site Investigation. COPLAN.S.M. Repository Projects Branch (Post 831001). 572. 85/02/22. VIETH.D. Energy, Dept. of. 2pp. 29472:284-29472:285.
8503200053 "Technical Assistance for Assessment of Repository Siting & Design," 17th quarterly progress rept for Oct-Dec 1984.
AMEY.E.B.   Interior,   Dept.   of,   Bureau  of  Mines.   FIN   B-6934.   1906.   85/02/28. FLEEHOR.C. Technical Assistance Contracts Branch. 4pp. 29472:269-29472:272.
8503200155 Notification of 841213 meeting w/Sierra Cfub in Washington.DC to discuss concerns re consideration of possible sites for site characterization &/or high level waste repository.
'GRACE.S.R. Repository Projects Branch (Post 831001). 953. 85/01/10. MILLER.H.J. Repository Projects Branch (Post 831001). 4pp. 29472:260-29472:263.
-8503200161 Forwards supplemental statement & app indicating concern re DOE proposed siting guidelines for high level nuclear waste repositories.Ability of guidelines to provide for protection of public & environ expressed.W/o encl. RUCKEL.H.A. Sierra Club. 84/11/14. BOYLE.R. Division of Waste Management 1p. 29472:263-29472:263.
8503200292 Submits rept of activities.observations & comments re BWIP for 841216-850201.Desirability of depressurizing aquifiers above & below ref repository horizon under consideration.
COOK.F.R. NRC - No Detailed Affiliation Given. 1262. 85/02/15. BROWNING.R.E. Division of Waste Management. 12pp. 29472:065-29472:139.
-8503200297 Forwards addl info for meeting.Representatives from NRC, Morrison & Knudsen,Rockwell & BNWL will be present. Preliminary outline for chapter of site characterization plan & example of formatting defined data issues encl. CRAIG.R.G. Kent State Univ., Kent, OH. 85/01/07. COOK.R. NRC - No Detailed Affiliation Given. 2pp. 29472:077-29472:078.
-8503200301 "Hanford Site Characterization Plan Climatology Section Panel Meeting," on 850110-11 in Seattle.WA.
*  Kent State Univ., Kent, OH. 85/01/10. 50pp. 29472:079-29472:113.
-8503200308 "State of Dendroclimatological Info Available From North America." FRITS.H.C.   Laboratory  -of   Tree-Ring   Research.   85/03/15.   26pp.    29472:114-29472:139.
8503200479 Forwards comments on Gunnison U mill tailings site DES. Comments not adequately addressed by DOE repeated in document. HAWKINS.E.F. Uranium Recovery Field Office. 85/02/26.
HIGGINBOTHAM.L Low-Level Waste & Uranium Recovery Projects Branch. 14pp. 29472:048-29472:061.
8503200484 Forwards comments on draft assembled comments on environ assessments of high level waste repository sites.per request. CONGEL.F.J. Radiological Assessment Branch. 1245. 85/02/19. BALLARD.R.L.  Environmental & Hydrologic Engineering Branch. 4pp. 29468:360-29-'-68:'J63.
8503200533 Forwards "Visibility Analysis of Davis Canyon High Level Nuclear Waste Repository Proposal," in response to 850211-12 request-Visual impacts analysis being updated.
RISTAUT.K. Utah, State of. 960. 85/02/19. LINEHAN.J. NRC - No Detailed Affiliation Given. 11pp. 29471:214-29472:003,
-8503200537 "Visibility Analysis of Davis Canyon High Level Nuclear Waste Repository Proposal." JOHNSON.M. Utah, State of. 83/10/31. 14pp. 29471:225-29472:003.
8503220227 Requests data from Nevada Nuclear Waste Site Investigation/ NRC 840725-28 hydrogeology data review & Sept 1984 geology/ geophysics data review. Data should be forwarded promptly.
COPLAN.S. Repository Projects Branch (Post 831001). 575. 85/01/23. VIETH.D.L Energy, Dept. of. 2pp. 29495:093-29495:094.
8503250319 Forwards comments on "Conceptual Model for Deriving Repository Source Term," presented at Matls Research Soc Nov 1984 meeting in Boston.MA.per 850206 request.DOE unlikely to adopt approach described in paper. STEPHENS,K.W, Aerospace Corp. FIN A-4165. 1901. 85/02/25. CHANG.K.C. NRC - No Detailed Affiliation Given. 3pp. 29496:130-29496:132,
WASTE RES WASTE MANAGEMENT RESEARCH REPORTS
8503010016 Forwards selected detail review comments for draft Nevada Nuclear Waste Site Investigation environ assessment.
HOLLOP.E.E.  Interior,  Dept of,  Bureau of Mines. FIN B-6934.  1837. 85/01/24. TIKTINSKI.D. Engineering Branch (Post 831001). 19pp. 29189:137-29189:155.
8503010039 Forwards review of MCC-7, "Method for Preparation of Isothermally Heat Treated Waste Forms." Full approval status should not be given due to several ambiguities or uncertainties in method.
SOO.P. Brookhaven National Laboratory. FIN A-3164. 1836. 85/01/28. WICK.E.A. High Level Waste Licensing Management Branch. 3pp. 29187:353-29187:355.
8503010049 Forwards trip rept of 850114-18 meetings in Silver Spring.MD re comments on    draft   environ    assessment   documents.    Inconsistency    evident   in    each document.Rept closes out activity authorized under Task Order 009. IMSE.J.P. Weston Geophysical Corp. FIN D-1003. 1832. 85/01/25. RICE.B. Geotechnical Branch (Post 831001). 8pp. 29187:337-29187:344.
8503010317 Forwards NUREG/CR-4026, "Performance of Engineered Barriers in Deep Geologic Repositories for High Level Nuclear Waste, Vol 1 .Summary & Recommendations," final rept (Task 5) under Contract NRC-02-81-027. PENTZ.D.L Golder Associates. FIN B-6986. 1854. 85/02/08. PITTIGLIO.C.L Division of Waste Management. 118pp. 29187:175-29187:292.
8503010336 Forwards comments on draft environ assessment of Nevada Test Site. WfLLIAMS.R.E. Williams & Associates. FIN B-7377-2. 1829. 85/01/19. POHLE.J. Division of Waste Management. 71pp. 29187:096-29187:166.
8503040004 "Review of DOE Waste Package Program" & "Waste Package Verification Tests," monthly mgt repts for Jan 1985.
KATO.W.Y. Brookhaven National Laboratory. FIN A-3164. 1883. 85/02/19. WICK.EA High Level Waste Licensing Management Branch. 18pp. 29218:239-29218:256.
8503040031 Forwards H Jain 850222 review of "West Valley High Level Nuclear Waste Glass DevelopmentStatistically Designed Mixture Study."
SOO.P. Brookhaven National Laboratory. FIN A-3164. 1891. 85/02/22. WICK.E. High Level Waste Licensing Management Branch. 9pp. 29197:327-29197:335.
8503040043 Forwards draft NUREG/CR-3091, "Review of Waste Package Verification Tests," biannual rept.Rept describes recent NMSS sponsored work on measuring waste package condition re Basalt repository conditions.
SOO.P. Brookhaven National Laboratory. FIN A-3167. 1831. 85/01/25. BROOKS.D. High Level Waste Technical Development Branch. 167pp. 29192:197-29193:004.
8503040053 Forwards lists of refs for Hanford.Yucca Mountain & Salt sites.unavailable during review of environ assessments under Contract NRC-02-82-030,Task Orders 009 & 010.
RAJARAM.V.    Engineers    International,    Inc.    FIN    B-7328.    1885.    85/02/15. TIKTINSKY.D. Engineering Branch (Post 831001). 8pp. 29218:104-29218:111.
8503040118 Forwards Dec 1984 monthly Itr repts for FIN A-3164, "Review of DOE Waste Package Program" & FIN A-3167, "Waste Verification Tests." W/o rept for FIN A-3167.
KATO.W.Y. Brookhaven National Laboratory. FIN A-3164. 1826. 85/01/16. WICK.E.A. High Level Waste Licensing Management Branch. 1p. 29217:336-29217:351.
-8503040124 "Review of DOE Waste Package Program," monthly Itr rept for Dec 1984. DAVIS.M.S. Brookhaven National Laboratory. FIN A-3164. 85/01/31. NRC - No Detailed Affiliation Given. 14pp. 29217:337-29217:351.
8503040129 "Technical Assistance for Design Reviews," monthly technical rept for Dec 1984.
RAJARAM.V.-  Engineers    International,    Inc.    FIN    B-7328.    1827.    85/01/17. TIKTINSKY.D. Engineering Branch (Post 831001). 4pp. 29217:357-29217:360.
8503040170 Submits trip rept of 850120-0201 visit to Silver Spring.MD re Nevada Test Site environ assessment review.
WILLIAMS.R.E. Williams & Associates. FIN B-7377-2. 58. 85/02/05. POHLE.J. Division of Waste Management. 1p. 29199:203-29199:203.
8503040173 Monthly status rept for Contract NRC-02-84-007 for period 850116-0215. BLAND.W.M. GeeB's. Inc. FIN D-1014. 1890. 85/02/18.
DELLIGATTI.M.S. Policy & Program Control Branch (Post 831001). 3pp. 29197:359-29197:361.
8503040186 Submits trip rept re attendance at 850120-0201 BWIP environ assessment review in Silver Spring.MD.
WILLIAMS.R.E. Williams & Associates. FIN B-7372-3. 1851. 85/02/05. GORDON.M. Division of Waste Management. 1p. 29197:362-29197:362.
8503040216 "Benchmarking of Computer Codes & Licensing Assistance," monthly progress rept for Jan 1985.
VOGT.D.K. CorSTAR Research. Inc. FIN B-6985. 1889, 85/02/21. BROOKS.P. Division of Waste Management. 44pp. 29199:274-29199:311.
8503050117 Forwards revised reviews of ONWI-503 & second status rept on modeling of Paradox Basin.
WINTERS.G. Williams & Associates. FIN B-7389-3. 1830. 85/01/17. COOKE, B. Division of Waste Management. 15pp. 29246:122-29246:136.
8503050516 Forwards Page 10 omitted from 841214 transmittal of "Hydrogeologic Investigations Based on Drill Stem Test Data, Palo Duro Basin Area.TX & NM." RAJARAM.V.   Engineers  International,   Inc.   FIN   B-7328.   1085-009-10. 85/02/07. TIKTINSKY.D. Engineering Branch (Post 831001). 1p. 29224:352-29224:353.
-8503050519 Page 10 to "Hydrogeologic Investigations Based on Drill Stem Test Data,Palo Duro Basin Area.TX & NM."
* Engineers International, Inc. FIN B-7328. 84/10/24. NRC - No Detailed Affiliation Given. 1p. 29224:353-29224:353.
8503080210 Forwards corrected revised summary of proposed new activities for FIN A-1755 during FY85.Summary corrects two potentially misleading statements re DVM model in DNET code.
CRANWELL.R.M.   Sandia   National   Laboratories.   FIN   A-1755.   1825.   85/01/17. NATORAJA.W.S. Engineering Branch (Post 831001). 1p. 29300:308-29300:314.echanical Engineering Branch 850108-10 audit,per 10CFR2.790.Affidavit of CW Lacy also encl. MARSH.F.B. Bechtel Corp. BO-138. 85/03/06. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 29464:174-29464:178.268:200-29268:201.the Executive  Director for Operations. 5pp. 29392:001-29392:069.
